To: All Station Managers 
From: Mr. Allen Perfect 


• The following is authorized for all stores 


Place one Salem Display for the month of 

November 


• an RJR rep will be in your store to place the display 
for a one month period — jri~ u> i 

/oi/ 

— Load with the following 


• Salem Slide Box King Size 

• Salem Light Slide Box King Size 

• Salem Box 100 

• Salem Light Box 100 
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Source: https://www.industrydocuments.ucsf.edu/docs/szgnOOOO 




